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Make OTO PRODUCTS — oldest and largest nation- 
Available from ALL NAEL Member Laboratories 


Pacific Coast Laboratories 
P.O. BOX 7981 SAN FRANCISCO, CA 94120 pein etn 
1-800-351-2770 In CA 1-800-354-2770; Telex 36-4412 


Intr. 1.D. 850 OTO PRODUCTS, INC. 
Laboratories on Four Continents 
In Australia contact: Ternen Prosthetics PTY, Ltd., 77 Castlereagh St. (##12A), Sydney, N.S.W. 2000 


In Japan contact: Corrition Hearing Aid Co., 1-5, 4 Chome Hongo, Bunkyo-ku Tokyo 113 21628 Lassen Street 
In Italy contact: Pacific Coast Labs International; Via Oriolo Romano, 59 00189, Rome 4 ‘ Chatsworth, CA 91311 
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